• 
• 
AERO Design Ltd. 
WORK ORDER 


Date Opened: 
16 January 2013 


Job #: 
940 
Project: 
Ski Basket 
Type: 
AS350/AS355 


Approvai: 
SH08-16 
Drawing List: 
DCL940-3, Rev. 0 


Fabrication and Assembiv Drawina(s) 
Description 
94010, Rev. 0 
Basket Ass'y 
94011, Rev. 0 
Basket Body Ass'y 
94012, Rev. 0 
Basket Lid Ass'y 
94023, Rev. 0 
Attachment Hoop 
94030, Rev. 0 
Hoop 
84255, Rev. 1 
Handie Installation 
84261, Rev. 1 
Handie Bar Ass'y 
84262, Rev. 1 
Handie Bracket Ass'y 
70405, Rev. 3 
Lid Step Modification 


2013-06 


Complété materlai tracking information on attachée! pages. 


Work Order pre-compietion inspection: 


Project Is on Approvai Limatation Record: 
Document Controi List revision ievei matches (or exceeds) STC: 
Drawings revision ieveis match Document Controi List: 


y_ 
Y_ 
Y 


Purchase order or Work order source is recorded for each part/ass'y: 
Tests and inspections specificaiiy caiied out on drawings are complété: 
Reiease tags associated with ail fabricated parts are attached: 
Ail mounting hardware and supplies are inciuded: 


Y_ 
Y. 
Y_ 
Y 


List ail non-conformities raised: 


Weider Signature: 
Date: 


inspecter Signature: 
Date: 


Approved Manufacturing Facility 73-04 
Process Controi Form 001 
Revision 2, July 2008 


AERO Design Ltd. 
WORK ORDER 


Drawing: 
Assembly: 
94010 
Revision 0 
94010-01 
Cargo Basket Ass'y (Quick-Release) 


Qtv Per 
Part# 
Description 
Material 
P.O./W.O. 
5 Total 
94010-01 
Cargo Basket Assembly 
. 1 
94011-01 
Basket Body Assembly 
Below 
. 1 
94012-01 
Basket Lid Assembly 
Below 
. 1 
84255-01 
Handie Bar Installation 
Below 
. 1 
36280-01 
Brace Assembly 
9-2081 Brace 
12059 
. 1 
MS20001P4 Piano Hinge 
12066 
. 1 
94027-01 
Placard 
0.063 Sheet, 6061-T6 Aluminum 
11102 
.4 
49205-14 Bumper 
Argus Industries Bumper 
11010 
.AIR 
CR3213-5-02 Cherry Rivet 
.8 
CR3523-5-02 Cherry Rivet 
.4 
CR3213-4-02 Cherry Rivet 
.4 
96710-01 
Fitting 
Alternate to Ancra 40088-14 
.8 NAS1149F0663P 
Washer 
. 1 
AN3-15A 
Boit 
. 1 
AN3-17A 
Boit 
.3 NAS1149F0363P 
Washer 
. 2 
AN970-3 Washer 
. 2 
MS21044N3 
Nut 


Checked 


Processes 
Per 
Mat'Is Used 
Inspection 
Signature 


Riveting 
AC43.13-1B 
CR Rivets 


Final Inspection 
Drawing 94010 


Tag Incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblles with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Process Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORKORDER - 


Drawing: 
Assembly: 


Qtv Par 


94011 
Revision G 
94011-01 
Basket Body Ass'y (Quick-Release) 


Part # Description 
Material 
P.O./W.O. 
Checked 
5 Total 
A/R 
A/R 
4 
2 


1 
1 
A/R 


94011-01 


94030-01 
94023-01 


94023-05 
94023-07 
76423-04 
84262-01 
49215-01 
y4-16F 


Basket Body Assembly 
Tube 
Tube 
Hoop 
Attachment Hoop 
Tube 
Tube 


Stud 
Stud 
Cap 
Handie Bracket Assembly 
Spacer 
Mesh 


4130 Steel, yV x 0.035 Sqr. Tube 
4130 Steel, Vz x 0.035 Sqr. Tube 
4130 Steel, Vz x 0.035 Sqr. Tube 


4130 Steel, Vz x 0.035 Sqr. Tube 
4130 Steel, 1.0" x 0.065 Sqr. Tube 
1018 Mild Steel, 5/8" Dia. 
1018 Mild Steel, 5/8" Dia. 
1018 Mild Steel, 0.050" Sheet 
Below 
1018 Steel, y2" Rod 
Expanded carbon steel 


9010 


Processes 
Per 
Mat'Is Used 
Inspection 
Signature 


Welding 


Powder Coat 


Final Inspection 


AMS 26850 


Drawing 94011 


Drawing 94011 


Welding Rod ER70S-2 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Proœss Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORK ORDER 


Drawing: 
Assembly: 


Qtv Per 


94012 
Revision G 
94012-01 
Basket Lid Ass'y (Quick-Release) 


Part# Description 
Material 
P.O./W.O. 
Checked 
5 Total 
94012-01 Basket Lid Assembly 
.AIR 
Tube 
. 1 
49216-01 Spacer 
. 1 
84262-01 Upper Handle Bracket Assembly 
. 1 
36204-10 Placard Bracket 


I A/R 
y4-16F Mesh 


4130 Steel, yV x 0.035 Sqr. Tube 
1018 Steel, y/ Rod 
Below 
1018 Steel, 0.035" Sheet 
Expanded carbon steel 
9010 


Processes 
Per 
Mat'Is Used 
Inspection 
Signature 


Welding 


Powder Coat 


Final Inspection 


AMS 2685C 


Drawing 94012 


Drawing 94012 


Welding Rod ER70S-2 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Proœss Control Form CCI 
10 May 2006 


AERO Design Ltd. 
WORKORDER - 


Drawing: 
84255 
Revision 1 
Assembly: 
84255-01 
Handie Installation 


Qtv Fer 
Fart# 
Description 
Material 
F.O./W.O. 
5 Total 
84255-01 
Handie Installation 
. 1 
84261-01 
Handie Bar Assembly 
Below 
.2 
84267-01 
Bracket 
Deirin, %" Sheet 
WO2012-15 
.2 
36278-01 
Spring (1 left, 1 right) 
304 Stainless, 1/16" Dia Music Wire 
12033 
.2 
36275-01 
Bushing 
SAE 660 Bronze, 5/16" Dia 
11030 
.2 
AN3-12A 
Boit 
.4 
AN3-11A 
Boit 
. 12 
AN960-10 Washer 
. 6 
M821044N3 
Nut 


Processes 
Fer 
Mat'Is Used 
Inspection 
Signature 


Final Inspection 
Drawing 84255 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Process Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORKORDER - 


Drawing: 
84261 
Revision 1 
Assembly: 
84261-01 
Handie Bar Assembly 


Qtv Fer 
Fart # Description 
Material 
F.O./W.O. 
5 Total 
84261-01 Handie Bar Assembly 
. 1 
36277-01 Handie Bar 
316 Stainless, 1.0 X 0.065 Rnd. Tube 
. 2 
84265-01 Lever 
304 Stainless,0.105 Sheet 
10036 
. 2 
36274-01 Bushing 
304 Stainless,7/16" X 0.065 Rnd. Tube 11057 
.2 
MS20615-4M3 Rivet 
7039 


Checked 


Processes 
Fer 
Mat'Is Used 
Inspection 
Signature 


Welding 
AMS 2685C 
Welding Rod ER308L 


Final Inspection 
Drawing 84261 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Proœss Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORK ORDER 


Drawing; 
Assembly: 


Qtv Par 


84262 
Revision 1 
84262-01 
Handie Bracket Assembly 


Part # Description 
Material 
P.O./W.O. 
Checked 
5 Total 
84261-01 Handie Bracket Assembly 
. 4 
84272-01 Bushing 
. 4 
36273-01 Lld Bracket 
. 2 
36275-02 Support 


4130 Steel, 5/16" x 0.058 tube 
321 Stainless, 0.050 Sheet 
304 Stainless, 5/16" Rod 


11049 
10037 
11093 


Processes 
Per 
Mat'Is Used 
Inspection 
Signature 


Welding 
AMS 2685C 
Welding Rod ER308L 


Final Inspection 
Drawing 84262 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prier to storage. 


Approved Manufacturing Facility 73-04 
Proœss Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORK ORDER 


Drawing: 
Assembly: 


Qtv Per 


70405 
Revision 3 
70405-01 
Lid Step Modification 


Part# Description 
Material 
P.O./W.O. 
Checked 
5 Total 
70405-01 Lid Step Modification 
. 10 
70405-03 Tube 
. 1 
70405-04 Tread Plate 
. A/R 
CR3213-4-2 Cherry Rivet 


Note: Step is installed on ail bays of lid. 
Note: Remainder of assembly listed on drawing 94012 


4130 Steel, 72" x 0.035 Sqr. Tube 
3003 Aluminum Tread Plate, 0.063" 


Processes 
Per 
Mat'Is Used 
Inspection 
Signature 


Welding 
AMS 26850 
Welding Rod ER70S-2 


Final Inspection 
Drawing 70405 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Process Control Form 001 
10 May 2006 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-06 


6. Item 
7. Description 


Cargo Basket 


8. Part Number 


94010-01 


9. Oty. 


1 


10. Serlal/Batch No. 


94001-28 


11. Status/Work 


New 


12. Remarks 


Modlfled with walkway on lid lAW DCL704 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


H 
Approved design data and are in condition for safe opération. 
D 
Non approved design data specified in block 12. 


"~T4ar^Q,_CAR 571.10 Maintenance Release 
^ 


n Other reguîiîîSn-spe^fied in blockj^-----''''''''' 


Certifies that unlessotherwise'specified inbîocir+27-ttie_^[ork identified in 
block 1 lancLdescfiBédin block 12, has been performeTuTDomplianc^Ith 
Ibe-CaTTadîan Aviation Régulations. 
— 


13b. SigMtyiV 
/ 
M 
I 


13c. Approved Organization Number 


AMF 73-04 


~l41jr-Sigûatj^ 
^ 
"~î4crApp£oyed Organlzatio031«frrt3ër 


13d. 
Jeff Glarke 


13e. Date (dd/mmm/yyyy) 
07 June2013 


^Ptdr-Narne 
^ 
~T4e>Date_(dd/mmm/yyyy)__,_-— 


installer Responsibllltles 


This certificate does not constitute authority to install. 


Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements In blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Auttiority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Foim Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-48 


6. Item 
7. Description 


Clamp Assembly 


8. Part Number 


78620-01 


9. Qty 


4 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above \were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~~T4a:—in CAR 571.10 Maintenance Release 
^ 


□ Other reguïàîîpn-spafiified in blockj.2— 


Certifies that uniessottieAYtse'lpécified iribioctr-var^tiêv^k identified in 
block 11 anri-blesCfiBeci in block 12, has been performedlfTcomplianM vvith 
Ibe-eaffad/an Aviation Requiations. 
■ — 
13b. fignatur/'") 
/ 


■ 


13c. Approved Organization Number 


AMF 73-04 


T41r-Sigriat^ 
—- 
~~î4cr-Apptoyed Organizatiofl.AlamtJSr' 


13dM^e 
Jefr Clarke 


13e. Date (dd/mmm/yyyy) 
07 June2013 
~~T4ch-Na£ne 
^——' 
-—^ 


Installer Responsibllltles 


This certificate does not constitute auttiority to install. 


Installera working in accordance witti the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute instaliation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


r > 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-11 


6. Item 
1. 
2. 


7. Description 
RH Aft Beam 
Forward Beam 


8. Part Number 
78633-01-01 
78634-01-00 


9. Qty. 


1 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12, Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4a>nCAR 571.10 Maintenance Release 
^ 
^ 
□ Other regùiiïitîn-specifj^in blockjL2--—" 


Certifies that unlessotberwtsS'specified inbioclr4TMtie_work identified in 
block 1 l^nd-destSlBedin block 12, has been performedlfTcotnplianœwith 
lb9-ea??aS/an Aviation Requiations. 


13b. Signature/^ 
, 
W 
, 


13c. Approved Organization Number 


AMF 73-04 


~T4t3T-S4gaah^ 
' 
"l^torT^pptgyed Organizatio£Lbl«mt3Sr' 


13d/l/ame 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
07 June2013 


~~T4idrAlarne 
^ 
^r^er-OateJdd/mmm/yyyW,,,...------'''^ 


Installer Responsibllitles 


This certificate does not constitute authority to install . 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-06 


6. Item 
7. Description 


Cargo Basket 


8. Part Number 


94010-01 


9. Qty. 
1 10. Serial/Batch No. 


1 
94001-28 


11. Status/Work 


New 


12. Remarks 


Modlfled with walkway on lld lAW DCL7G4 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"^Rta^^d^CAR 571.10 Maintenance Release 
^ 


□ Other reguiafîîlrr-specifi^in blockjt2 
' 


Certifies that uniessoWieAvtsë'specified inbîoclr+2r-ttie_w^rk identified in 
block 1 landjiescfiSedin block 12, bas been performedlfTcompliance with 
Jtia-eatTad/an Aviation Régulations. 
' 
-— 


13b. Sigaatyr^ 
M 
■ 


13c. Approved Organization Number 


AMF 73-04 


~T4trr-Sigaa^e 
— 
"T^torApptoyed OrganizatiOQjilufntiër' 


13d.^i// 
JeffClarke 


13e. Date (dd/mmm/yyyy) 
07 June 2013 


~T4d:-Narne 
^T4©7-Date_(dd/mmm/yyyy) ,_—-- ^ 


Installer Responsibllitles 


Ttiis certificate does not constitute autfiority to install. 
Installera working in accordance with the national régulations of a country other than that specified In block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Gontract/Invoice 


WO2011-48 


6. Item 
7. Description 


Clamp Assembly 


8. Part Number 


78620-01 


9. Qty. 


4 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items Identified above were manufactured in 
conformity to: 


(3 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


^T4sh---tZLCAR 571.10 Maintenance Release 
^^ 
□ Other regùiaîîSn-specified in block_12— 
' 


Certifies that unlessodjePwtsS-spécified in blocR-I^T-ttigwrk identified in 
block 11and-<tesCfi5édin block 12, has been performedlrTcompliance with 
jtm-0sfTa3ian Aviation Régulations. 


13b. âgnatur^T . / 
W ' 
• 


13c. Approved Organization Number 


AMF 73-04 


T4tïr.Signat^e 
~~T4crApp£oyed OrganizationJsUimtlSf^ 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
07 June 2013 
~~T4rh-Naaie 
^ " 
~~T4Br-Oat8jdd/mmm/yyyy)____-- 


Installer Responsibllitles 
This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that theIr régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-11 


6. Item 
1. 
2. 


7. Description 
RH Aft Beam 
Forward Beam 


8. Part Number 
78633-01-01 
78634-01-00 


9. Qty. 


1 


1 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


13 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a>-CLCAR 571.10 Maintenance Release 


□ Other regùiaîiOn-spefified in blockjL2-^-''^' 


Certifies that unlessotberwisë'spécified inbioclr457-thf_wwk identified in 
block 1 l^nd-descriSédin block 12, has been performedliTcomplianc^ith 
ibs-SafTad/ar? Aviation Régulations. 
— 


13b. Sigoafture/^ 
, 
W 
■ 


13c. Approved Organization Number 


AMF 73-04 


^î4tjT-Sig£tat^ 
^ 
^TztcnApf^o^ Organizatiofl3Uimt!Sf^ 


13d/lilJame 
Jeff Ciarke 


13e. Date (dd/mmm/yyyy) 
07 June 2013 


~T4dT-Natï!e 
^ 
~T4Br-DaieWd/mmm/yyyy1_---''''^ 


installer Responsibllltles 


This certificale does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


I 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Fomi Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 


W02013-06 


6. Item 
7. Description 


Cargo Basket 


8. Part Number 


94010-01 


9. Qty. 
10. Serial/Batch No. 


1 
94001-26 


11. Status/Work 


New 


12. Remarks 


Modified with walkway on lid lAW DCL704 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


13 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4ar-CLC^ 571.10 Maintenance Release 
^^—' 
□ Other reguiiïicjn-speQfi^in blockJZ 
''''' ' 


Certifies that unle^^ttrerwisS'spécified inbioclri9T4tif_wrk identified in 
hlockljl^arîd-destSTBed in block 12, has tjeen perforrrredTrTcomplianœ with 
Va»-6Snadian Aviation Régulations. 
^ 
13b. ^n^re^ 
UM 


13c. Approved Organization Number 


AMF 73-04 


~T4ljr'SigQature 
— ' ~T4crAppcgv^ OrganizatigrUslumtjSr' 


13d^^e 
Jefr Clarke - AD02 
13e. Date (dd/mmm/yyyy) 
26 May 2015 
~~î4dr-Naine 
"T4BrOatg_^/mmm/yyyy)^,_^——^ 


Installer Responsibilities 
This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recoanize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1, Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2013-06 


6. Item 
7. Description 


Cargo Basket 


8. Part Number 


94010-01 


9. Qty. 


1 


10 Serial/Batch No. 


94001-28 


11. Status/Work 


New 


12. Remarks 


Modified with waikway on lid lAW DCL704 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération, 


n 
Non approved design data specified in block 12. 


^Î4ar-Q,,_CAR 571.10 Maintenance Release 
^ 
□ Other regùiiîî5n-spa£ifie£in blockj^---''''''''''^ 


Certifies that uniessotbefwtsTspécified inbioctrl2rlhe^k identified in 
block 11and-desCfibSdin block 12, has been performedlrTcomplianc^ith 
ib&-ea?7aS/an Aviation Requiations. 
— 


13b. Signature 
/ 
13c. Approved Organization Number 


AMF 73-04 


^Pttjr^igoah^e 
^ 
"~T4cr-Apptoyed OrganizatioiiiiUiml^gr 


13^/^me 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
20 Apr2013 


"~T4ch-NarDe 
—- 
"~T4er-DateWd/mmm/yyy^__,.__-----'''^ 


installer Responsibilitles 


Ttiis certificate does not constitute auttiority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


Aero Design 


Parts Distribution Sheet 


Description: 
wo#^^-r>c. 


From PO or WO # 
Quantity 
Description 
Part Number 
For WO # 


Approved Manufacturing Facility 73-04 
Form 20.F.06 
Rev. Original 27 May 2013 
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DETAIL B 


IL nNRT MO mMi 


JCARGO BASKET ASSEMBLY - RH 


*no canHC i/f 'HUSirw 


uMcMuu »eiMS9ai£ uuo 
300 LBS/136 KG 
AERO DeSMM LTC. 
4/®> 


DETAIL C 
R<U ' 
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AERO DES GN LTD 


EUROCOPTtR ASJ50 & AS3âS SERIES 
OUICK RELEASC CARGO BASKET 
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REV 
DESCRIPnON OF CHANGE 
INITIAIS 
DATE 


INITIAL ISSUE 


T11LE BLOCK UPDA1ED: CHANCED 36373-01 TQ 84363-01; ITEM ITS ADDED 
BJC 
10/07/3014 
«ÉLMIo RCD UPDAIU): 4 (V VCLDS 00«N BIACE TUBElS IMWASEO 


Omi t/4' TMROUGN 80TT0W OF RM 
4 HCUS evCMLT SPMXO 
LOCATCO KT«(£N veSH CtlLS 


BOTTOM VIEW 
TYP 
ATTACMHOtT Of UCSK TQ 
Klfi CACH NTERSCCTXM 
ATTA04CNT OT lC9l TO CROSS WMERS 
nao FIRST FivE NiERsecnoNS 
THCN ESCRT SECOND NTERSECTtOt 
AOWTKMAL RELDS ARE PCRUiTTCO AS REOUREO 


-PLACARD BRACKET 


SECTION A-A 


SC«U 1:2 


END VIEW 


02 AU UO UEUSERS 


[CROSS lAieER) 


ORU t/2' THROUCH OUTBOARO SOC OF TUBE 
MSERT S>AC£R FUUr AMD «ELD M PLACE 
ORU. WX 9 (0196) THROUCH ATTER «CLDWC 
ripicw. eoiH cNos 


NOTES 


I. RCUOVC AU BURRS AND 8REAK SHARP CDGES 


3. «CLOMC OF 4130 STEU TO BC COUPLETS BY ÛTAW UETHOO TO AMS 3M5C. 


4130 AND 1018 STEEL «ELOING ROD SHAU CONFORW TO eR70S-3 OR EQUIVALENT. 


STARILESS ANO 4130 STEEL WCLDMC ROD SHAU CONFORH TO 01300. OR EOUVAlfNT. 
^INSTAU ITEW S (LIO HANOIE PROVISIONS ASSEMBIY) M ACCOROANCE «TH AERO OESICN LTD. 
ORARMC 84263 
AS^DRU. #30 (0 139) HOLES IN LONG TUBE UEUKRS AT BRACE LOCATIONS TO VENT WELO CASSES. 
NHEN ASSEWBLY IS COMPLETE. FU ALL CXPOSED VENT HOLES WTH ROSETTE WUO. 


S. FNSK; THOROUGHLY CLEAN AND POMOd COAT UO ASSEMBLY. 


'A 


TOP VIEW 
@ 
UO ASSEMBLY 


36304-10 09 PLACARD BRACKET 
1 
84263-01 05 UO HANOLE PROMSKWS ASSEMBLY 
49216-01 04 SPACCR 
À/U 
3A - 16F 03 UESH 
MILD STEEL 
COMMEROAL 
A/k 
02 SOU ARE TUBE 
4130 STEa COND N 
MIL-T-6736 
0.79 X 0.039 SQR TUBE 
S 
94013-01 
01 
UO ASSEMBLY 


PART NO. 
ITEW 
DESCRIPTION 
MATERUL 
MATERIAL SPCC 
STOCK SZE 


QTY 
UST CF UATEMALS 


E BURCOIN 


UNLCSS OTHERWISE SPEcmCO 
DIUENSONS ARE IN INCHES 
TOLERANCES ON: 
DEClUALS 
ANGLES 
«m* ±0.010 
±1/2* 
K.K* 
±0.03 
K.K 
±0.1 


AFBO DESIGN LTD. 


EUROCOPTCR AS350 & AS355 SERIES 
OUICK RELEASE CARGO BASKET 
UD ASSEMBLY (EXTRA LARGE) 
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VIEW C-C 
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VIEW E-E 
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iMSss Qn«naE stonco 
CUROCC»>TER AS350 « AS3S5 SERCS 
OUICK RCLEASE CARGO BASKET 
ATTACHUENT HOOP ASSEUBLY 
„, , iw 
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I 
AO 94023 


REV. 
DESCRIPTION OF CHANGE 
INITIALS 
DATE 
0 
INITIAL ISSUE 


1 
UPDATE T1TLE BLOCK; UPDATE ADDRESS AND LOGO: MATL THICKNESS CHANGED 
BX 
10/07/2014 


DRILL f30 (0.129) 
4 PLACES 


NOTES 


ENGRAVE 0.007 DEEP AS FOLLOWS: 
"QUICK RELEASE BASKEr - 0.125 HIGH 
"EUROCOPTER AS350 Se AS355 SERIES" - 0.080 HIGH 
"S/N 94001-XX" - 0.080 HIGH 
"MAXIMUM PERMISSIBLE LOAD" - 0.125 HIGH 
"300 LBS/136 KG" - 0.200 HIGH 
"AERO DESIGN LTD." - 0.125 HIGH 
"POWELL RIVER, BC, CANADA" - 0.080 HIGH 
"www.aerodeslgn.ca" — 0.080 HIGH 


^ 
QUICK RELEASE BASKET o 
EUROCOPTER AS350 * 
AS355 SERIES 
S/R 94001~XX 
MAXIMUM PERMISSIBLE LOAD 
300 LBS/136 KG 


o 
AERO DESIGN LTD. 
POmL RIVER, BC. CANADA 
wnnif-OTndMiInn rn 


Z88 


3.25 


PUCARD 


94027-01 
01 
PLACARD 
6061-T6 ALUMINUM 
QQ-A-250/11 
0.050 SHEET 


PART NO. 
ITEM 
DESCRIPTION 
MATERIAL 
MATERIAL SPEC 
STOCK SIZE 


LIST OF MATERIALS 


.il 


APPROVALS 


DRAVm: 
R. RATHWELL 


CHEOCEO; 
E. BURGOIN 


DATE 


OCT 3, 2011 


UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES. 
TOLERANCES ON: 
DECIMALS 
ANGLES 
X.XXX ±0.010 
±1/2" 
X.XX 
±0.03 
X.X 
±0.1 


AERO DESIGN LTD. 


9888A MALASPINA ROAO 
POWELL RIVER, BC, CANADA, V8A 0G3 
TEL: B0i.483.S376 
«ww.aerodeaien.oa 


EUROCOPTER AS350 à AS355 SERIES 
QUICK RELEASE CARGO BASKET 
PLACARD 


SCALE 1 : 1 


SHEET 1 OF 1 


DWG. SIZE 
A4 


DWG. NO. 
94027 


REV. 
1 


